BURY ST. EDMONDS PERFIN 


Member, Reg Powell, has provided us with more information 
regarding this item (see page 11 of issue 212). He has a 
Die I on KG VI 1d pale red, 2'%d pale blue and '%d_ pale orange 
also on QE H Wilding 2d, 2%d, 3d and 4d, thus extending the 
range of use. The 4d is multiple crowns watermark, has 
larger holes and is postmarked Bury St. Edmonds. 


Reg also reports two more dies on the 2⁄⁄d pale blue with matching 
BS but differing positions for the E. These are presumably 
provisionals. 
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